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DEPARTMENT  OF  HOUSING  AND 
URBAN  DEVELOPMENT 

Office  of  Assistant  Secretary  for 
Housing— Federai  Housing 
Commissioner 

[Docket  No.  N  80-999] 

Public  Facilities  Programs— 
Administrative  Actions  Implementing 
Executive  Order  12185 

agency:  Department  of  Housing  and 
Urban  Development  (HUD). 
action:  General  notice — listing  of 
administrative  measures  implementing 
Executive  Order  12185. 

summary:  By  publishing  this  Notice, 
HUD  is  notifying  the  public  of  the 
significant  non-regulatory 
administrative  measures  it  will  take  for 
public  facilities  programs  administered 
by  the  undersigned,  in  order  to 
implement  Executive  Order  12185. 

FOR  FURTHER  INFORMATION  CONTACT: 
Michael  Wells,  Office  of  Policy  and 
Program  Development,  Housing, 
Department  of  Housing  and  Urban 
Development,  451  7th  Street  SW., 
Washington,  D.C.  20410,  (202)  755-6454. 
(This  is  not  a  toll-free  number.) 
SUPPLEMENTARY  INFORMATION:  In 
accordance  with  Section  102(b)  of  the 
Powerplant  and  Industrial  Fuel  Use  Act 
of  1978  (Pub.  L.  95-620)  and  Executive 
Order  12185,  the  Assistant  Secretary  for 
Housing  is  about  to  issue  certain 
administrative  notices  to  the  HUD  Field 
Offices  and  to  the  recipients  under 
Housing’s  public  facilities  programs. 
(Some  of  these  notices  also  apply  to 
Housing’s  housing  programs.) 

The  public  facilities  programs  are  part 
of  the  National  Housing  Act  and  are  the 
Section  232  Nursing  Homes  and 
Intermediate  Care  Facilities  Program, 
the  Section  242  Hospitals  Program  and 
the  Title  XI  Group  Practice  Medical 
Facilities  Program.  A  listing  and 
summary  description  of  the  proposed 
notices  follows: 

1.  HUD  will  more  fully  take  into 
account  reasonably  probable  future 
increases  in  energy  costs,  when 
analyzing  the  adequacy  of  project 
reserve  funds. 

2.  HUD  will  both  encourage  the 
development  of  projects  which  use  solar 
energy  systems  and  provide  the 
maximum  permissible  mortgage 
amounts  and  financial  assistance  to 
accommodate  such  systems. 

3.  Federal  Housing  Administration 
appraisal  and  valuation  procedures  will 
place  greater  emphasis  on  the  trade-off 
between  energy  conserving  capital  costs 


and  subsequent  project  operating 
expenses. 

One  proposed  rule  that  affects  the 
housing  programs  of  the  Office  of 
Housing  also  affects  Housing’s  public 
facilities  programs.  'This  is  the  rule 
providing  Section  241  Mortgage 
Insurance  for  Supplemental  Project 
Loans  for  energy  conserving 
improvements  in  conventionally- 
financed  multifamily  projects.  It  is 
published  with  the  group  of  housing 
regulations. 

(Section  7(d],  Department  of  Housing  and 
Urban  Development  Act  (42  U.S.C.  3535(d))) 
Issued  at  Washington,  D.C.  on  May  1, 1980. 
Lawrence  B.  Simons, 

Assistant  Secretary  for  Housing — Federal 
Housing  Commissioner. 
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